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X. A search of pUctogruti® of the B*J0f area failed to reveal 
the existence cf the subject installation- S&ary cloud caver and 
hr.: o , however, -reciuded a ccaailete scan of the area in and around 

BAKU. 

2. The date of the photography used vaa and 

it ic suggested that this is another Hatting factor is identifying 
the subject installation* 

3» A cursory search of collateral lofcellieenee failed to provide 
any leads on possible locations of the installation. 

4. It is requested that this .reject be eeneeHed. 
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Distribution: 

Orig. & 1 - Addressee 
1 - CCS 

1 - MSD Project P 516 - 58 (si/P- 138 ) 
1 - MSD Chrono-tf- 
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